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URBM^^  DISTRICT  OF  FEU™  GARDEN  CITY 


Interim  Annu.-^l  Medical  Report  for  the  year  1947 


1. 


Statistics , 


Rateable  value  at  December  31st,  1947.  £169,002 

Inhabited  houses  at  December  31st,  1947.  4,678 

The  population  figure  supplied  by  the  Registrar  General  18,230 
Statistics  have  been  calculated  with  this  figure. 


Male 

Female 

Total 

Number  of  deaths  from  all  causes 

72.' 

64 

136 

Number  of  live  births.  Legitimate. 

199 

196 

395 

Illegitimate . 

11 

8 

19 

Number  of  still  births  Legitimate 

5 

5 

Illegitimate 

- 

1 

- 

Number  of  deaths  of  Legitimate 

5 

5 

8 

infants  under  one  year.  Illegitimate 

- 

- 

- 

1947. 

1946. 

1945. 

19^4 

Live  birth  rate  per  1,000  of  the  population. 

22.07 

24.18 

19.87 

22,82 

Still  birth  rate  per  1,000  live  and  still 

births. 

14.28  ^ 

16.09 

28.25 

27 . 30 

Crude  death  ra.te  per  1,000  of  the  population. 

7,46 

6.44 

7.10 

7.42 

Death  rate  of  all  infants  per  1,000  live  births. 

19.32 

28 . 05 

49.42 

23,06 

Death  rate  of  all  legitimate  infants  per  1 

,000 

20.05 

30.76 

47.92 

29.97 

legitimate  live  births. 

Death  rate  of  all  illegitimate  infants  per 

1,000 

illegitimate  live  births. 

— 

— 

64.51 

— 

Death  rate  for  all  infants  under  one  year 

for  Eng 

land  and 

;  Tales 

is  41. 

Of  the  8  infant  deaths  5  were  due  to  prematurity  and  2  to  congenital 
defects  and  were  not  therefore  preventable. 

2.  infectious  Disease. 

The  following  cases  of  infectious  disease  were  notified  during  the  ^rear:- 

Diphtheria  2  Measles  401  Erysipelas  3 

Scarlet  Fever  8  Tuberculosis  35  Poliomyelitis  2 

Vhooping  Cough  26  Pneumonia  6  Cerebro  Spinal  Fever  1 

Jaundice  2 


-  p.  - 


Dl.irin-  the  ycr^r  3^^:  visit? 
c^sec  of  infectious  iisense. 


'•'TTe  made  concerning  the  occurrence  of 


rt.,  Di^-ihtheria  Immnisation , 

During  the  yesir  12  children  under  five  and  10  children  over 
of  age  were  immunised.  551  children  received  a  reinforcing  injo('ia.o... 
the  year. 

4.  Tuberculosis . 


There  v^ere  16  deaths  from  tuberculosis  during  the  year. 

Male,  Female , 


Pulrn^  Non-Pulm. 

Pulm. 

Non-T' 

On  the  register  at  Slst  December  1946. 

76 

23 

64 

14 

Removals 

from  register  during  the  year. 

15 

1 

15 

2 

A.dded  to 

register  during  the  year. 

20 

2 

14 

1 

Cases  on 

register  at  Slst  December  1947. 

85 

29 

55 

.15 

Total  number  of  cases 

180. 

5 .  Scabies . 

Dijiring  the  year  110  treatments  were  given^  46  to  childrenj  29  tc  ’ 
and  S5  to  men, 

6.  Sanitary  circumstances  of  the  area. 

(i)  Fat or .  (Public  Supply). 

T’^'Onty  one  samples  from  the  public  supply  ’'ere  obtained  during  the  '/ear. 


Bacteriological  Examinations . 

After  chlorination 

Before 

chlorinate  ori 

Satisfactory  Unsatisfactory 

Satisfactory/' 

Unsatisfac  borv 

8  1 

4 

2 

Chemical  Exa.minations 

After  chlorination 

Before 

chlorination 

S  a  t  i  s  f  a  c  1 0  r  Unsatisfactory 

Satisfactory 

UnsG  hisfactorv 

5 


1 


3 


The  fie:ures  ehor  that  5  unsatisfactory  samples  ^'^ere  obtained  :^’urin£;  the 
yeer.  The  .'^reat  majority  of  the  supnly  is  chlorinated  before  it  is 
distribute to  consumers.  It  vill  be  noted  that  only  one  chlorinated 
sample  ^’-as  unsatisfactory. 


The  samples  described  as  lonsatisf actory  ~^ere  only  sliyhtly  so. 
sho-'^ed  slijht  bacterial  impurity  since  coliform  organisms  ■'"ere  present  .tm. 
small  numbers.  In  the  absence  of  b.^cteria  of  excrementcOl  type  the 


bacteriologist  considered  there 


no  evidence  of  danaerous  contamination 


Particulars  of  the  number  of  :h"'ellinj-houses  and  the  number  of 
nomlation  su'^plievi  from  nublic  meins  are  as  follo^'^s 


Number  of  do^elling 

Number  of 

houses 

romlation 

(a.) 

Direct  to  houses 

4665 

18,193 

(b) 

means  of  stand-pipes. 

11 

27 

(ii)  Milk. 


During  the  year 
of  Health  Laboratory 


122  samples  ’"ere  obtained 
Service  for  examination. 


end 


submitted  to  the  Mini 


Total  samT^les  Satisfactory  Unsatisf a  c 

Desianeted  Milk  77  55  22 

Undesimiated  Milk  45  57  6 

The  number  of  unsatisfeetdry  samples  shoT'^-s  an  increase  on  previous 
years.  kll  unsatisfactory  samples  acre  folloa-'ed  up. 

On  June  3rd^  11  samples  V'-ere  obtained  from  the  six  ■surveyors  selling 
milk  in  the  to^n^  and  all  ’.'-^ere  found  to  be  unsatisfactory.  On  July  22ndj 
12  samples  '^'ere  obtained  of  "’'hich  10  "mere  found  to  be  unsatisfactory.  These 
failures  vhich  nay  resenably  be  attributed  to  abnormal  hot  weather^  make  the 
'•’•onerri  oualitv  of  the  tv^ns  milk  su'^rly  arnear  lo'^'er  than  it  was.  ^'^Tiilst 
srmnics  of  milk  should  pass  the  pre;scribed  tests^  even  in  summer,  the  record 
breaking  high  temperatures  during  the  year  is'ere  sufficient  to  cause  initially 
clean  ailk  t"'  fail  to  -nrss  the  tests. 


(iii)  General 


During  the  year  976  inspections  ^"ere  made.  'pf'o  informal  notices 
outstanding  from  1346,  were  complied  vdth.  55  informal  notices  and  1 
statutory  notice  y/ere  served  and  complied  v'ith  during  the  year.  One  retail 
purveyor  of  milk  was  prosecuted  and  fined  £2  with  £5.3.0  costs  for  selling 
milk  in  a  dirty  bottle. 


.  4  ~ 


(iv)  Factories  Act.  1927. 


V 


89  factories  ^ith  mechanical  po^’er,  and  2  ^dthout  nechanj.cal  rcT^er 
are  registered.  During  the  year  71  inspections  were  nccdc.  4  c'-eos 
default  were  found,  these  comprised,  dirty  sanitary  conveniences  ■ 'i's 
of  intervening  ventilated  s^iace  to  sanitary  conveniences , and  in:>:u:L'f:.. 
sanitary  conveniences.  One  case  of  insufficient  conveniences  "'as 
outstanding  at  the  end  of  the  year. 


A.11  factories  in  the  toan  are  of  modern  constiuction.  A.  "^ido 
range  of  articles  are  made  or  assembled  providing  opportunity  for  a 
considerable  variety  of  employment.  The  prescribed  particulars  required 
by  the  factories  act  are  as  follows 


1.  INSPECTIONS. 


( '  >  Premises 

(i)  Factories  in  which  Sections 
1,?,,?,4  &  6  are  to  be 
enforced  by  Local  Authorities. 

(ii)  Factories  not  included  in  (i) 
to  which  Section  7  applies 

(a)  Subject  to  Local 
Authorities  (Transfer  of 
Enforcement)  Order,  1958. 

(b)  Others 

(iii)  Other  Premises  under  the  Act 
(Excluding  out-” orkers 
premises) 


Number  on  Written  Occupiers 

register.  Inspections  Notices  Prosc-cuted^ . 

5  3  -  - 

Nil  -  -  - 

89  69  4  - 

Nil  -  -  ^ 


TOTAL  :  92  72  4 


2.  CASES  IN  DEFECTS  WERE  FOUND. 


Number  of  cases  in  which 
defects  were  found. 


Found  !  Remedied-  Referred 


f 


To  HM. 


iNurl'Cr  o. 
jeawes  ir.. 
j.wdii  c.h 


'prosecutions 
By  HM.  .were 


i  Inspector .Inspector  insti  tuted  - 


Sanitary  Conveniences  s 

(a)  insufficient  21-1 

(b)  Unsuitable  or  defective  2  2 


TOTAL: 


4 


3 


1 


5 


5,  OUm)RK,  (Section  IIP  m-l  111) 


F'-'ur  '■^ut^'"orkers  ore  laivO’frn  to  be  employed  in  the  district theoo 
en.~n,.rei  in  the  making  of  ■'■^eariny  a.'ooarel,  in  satiefactorv  rremioor, 
forma]  action  7'ds  taken  during  the  ye.ar. 


''.r' 


7.  nbudind' . 


There  is  still  a  serious  shortage  of  houses  in  this  to^'n.  At  the 
end  of  the  year  there  ”’ere  1918  persons  registered  as  applicants  foj-  'Jonan] 

Houses,  corapo.red  Fith  1673  registered  at  December  1946. 

* 

i 
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Council  Offices, 
WEL™  G/ulDEN  CITY, 
Herts , 


J.E.  DICKSON 

Medical  Officer  of  Health 
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